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October 8, 2013 


AID 


Certified Mail - Return Receipt Requested 

Department of Community Colleges and Workforce Development 

255 Capitol Street 

NE Salem, OR 97310-0001 

Rc: Letter Regarding Layoffs at American Bridge Manufacturing Company - 
Reedsport, Oregon 

Dear Sir/Madam : 

This letter constitutes notice in compliance with the Worker Adjustment and Retraining 
Notification Act, 29 U.S. C. §§ 2101-09, and the notice requirements set forth in the 
Oregon plant closing statute. Or. Rev. Stat. §§ 285A.510 to 285A.5I6, of the intent of 
American Bridge Manufacturing Company ("ABM") to close permanently its facility in 
Reedsport, Oregon and to layoff all 5 I employees working at that facility. The relevant 
information is as follows: 

• The ABM official whom further information may be obtained is Kathy Bonetti. 
Director of Human Resources. 1000 American Bridge Way, Coraopolis, PA 
15108,412-631-1000. 

• ABM proposes to lay off all 5 1 employees working at the Reedsport, Oregon 
facility. 

• ABM expects to begin laying-off affected employees on or about December 9, 
2013. The lay-offs are expected to take place over several weeks. 

• This affects all employees, all positions, and all titles. 

• None of the employees have "bumping" rights as to the other positions at ABM. 

• None of the affected employees are represented by a union. 


Sincerely, 



Kathy Bonetti 
Director of Human Resources 


